Fw:  FW:  Hollywood  Blvd 


Subject:  Fw:  FW:  Flollywood  Blvd 

From:  Matthew  Severson  <Matthew@hollywoodbid.org> 

Date:  02/01/2018  04:48  PM 

To:  Rich  Sarian  <Rich@hollywoodbid.org> 

FYI.  Jeff  Ziliotto  is  my  contact  at  Bureau  of  Street  Lighting  -  he's  amazing.  You  can  reach  out  to  him  for 
any  streetlight  outages  -  in  addition  to  issues  with  power  for  our  tree  lights.  This  is  a  good  one  to 
save! 


From:  Jeff  Ziliotto  <jeff.ziliotto@lacity.org> 

Sent:  Wednesday,  December  13,  2017  3:47  PM 
To:  Matthew  Severson 
Subject:  Re:  FW:  Hollywood  Blvd 

Hello  Matthew, 

This  request  for  a  light  outage  was  finally  repaired  today.  We  have  made  the  necessary  repairs  to  the  failed 
underground  system  to  restore  the  lighting.  All  of  the  lights  should  be  operating  normally. 


Thanks, 

Jeffrey  Ziliotto 

C&M  Superintendent  II 

Division  Manager 

Field  Operations  Division 

Bureau  of  Street  Lighting 

Department  of  Public  Works 

4550  Santa  Monica  Boulevard 

Los  Angeles,  California  90029 

323-913-4742 

323-644-6235  fax 

ieff.ziliotto@lacitv.org 

MS  546 

Hours:  7  a. m. -4:30  p.m.  (M-Th) 

7  a. m. -3:30  p.m.  (Fri  Wk  1) 
Regular  Day  Off  (Fri  Wk  2) 


On  Mon,  Dec  11,  2017  at  1:27  PM,  Matthew  Severson  <Matthew(5)hollvwoodbid.ors:  >  wrote: 
Hi  Jeff, 


Our  holiday  lighting  at  Hollywood/Vine  on  the  south  side  of  Hollywood  Boulevard  have  gone  out  -- 
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09/16/2018  03:19  PM 


Fw:  FW:  Hollywood  Blvd 


could  be  due  to  the  winds  we  had  last  week.  Do  you  think  this  could  be  an  issue  on  the  city's  end? 
A  breaker  or  short  circuit? 

Thank  you, 

MATTHEW  SEVERSON 
Operations  Manager 

[  Hollywood  Property  Owners  Alliance  ] 

6562  Hollywood  Boulevard  |  Los  Angeles,  CA  90028 

323.463.6767  |  matthew@hollywoodbid.org  |  onlyinhollywood.org 


. Original  Message . 

From:  Gubler,  Leron  [mailto:Leron@hollywoodchamber.net1 

Sent:  Friday,  December  8,  2017  9:44  AM 

To:  Matthew  Severson  <Matthew@hollywoodbid.or  > 

Subject:  RE:  Hollywood  Blvd 

Hi  Matthew, 

Actually,  those  lines  were  all  working  last  week.  I  think  they  went  out  when  we  had  the  big  winds 
earlier  this  week.  So,  not  sure  if  this  is  a  St.  Nick's  issue  or  if  it  is  a  street  lighting  issue?  Could  be 
a  breaker  perhaps? 

Best, 

Leron 


Leron  Gubler 
President  &  CEO 

Hollywood  Chamber  of  Commerce 

6255  Sunset  Blvd,  Ste  150,  Hollywood,  Ca  90028 

323-469-8311  x!2 

leron@hollywoodchamber.net 

www.hollywoodchamber.net  |  www.wa I koff a m e . co m 


Original  Message 
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09/16/2018  03:19  PM 


Fw:  FW:  Hollywood  Blvd 


From:  Matthew  Severson  [mailto:Matthew@hollywoodbid.org1 

Sent:  Friday,  December  8,  2017  9:41  AM 

To:  Gubler,  Leron  <Leron@hollywoodchamber.net> 

Subject:  RE:  Flollywood  Blvd 

Thanks  Leron.  It  is  my  understanding  that  these  lights  have  not  yet  been  operational  and  still  in 
progress.  I've  been  having  trouble  getting  a  hold  of  Joe  but  I'll  make  sure  he  is  aware. 

. Original  Message . 

From:  Gubler,  Leron  [mailto:Leron@hollywoodchamber.net1 

Sent:  Friday,  December  8,  2017  7:33  AM 

To:  Matthew  Severson  <Matthew@hollywoodbid.or;  > 

Subject:  FW:  Flollywood  Blvd 

Matthew, 

See  below.  The  windstorm  may  have  short  circuited  something  there.  Can  you  check  into? 

Best, 

Leron 


Leron  Gubler 
President  &  CEO 

Hollywood  Chamber  of  Commerce 

6255  Sunset  Blvd,  Ste  150,  Hollywood,  Ca  90028 

323-469-8311  x!2 

leron@hollywoodchamber.net 

www.hollywoodchamber.net  |  www.wa I koff a m e . co m 


. Original  Message . 

From:  Dwayne  Gathers  [mailto:dwayne  gathers@yahoo.com1 

Sent:  Thursday,  December  7,  2017  10:24  PM 

To:  Gubler,  Leron  <Leron@hollywoodchamber.net> 

Subject:  Hollywood  Blvd 

Leron  -  did  not  see  lights  lit  on  the  south  side  of  Hollywood  Blvd  east  of  Vine. 
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09/16/2018  03:19  PM 


Fw:  FW:  Hollywood  Blvd 


Was  coming  off  the  101  down  Hollywood  Blvd  and  saw  all  the  lights  on  the  north  side  -  Pantages. 
But  there  were  no  lights  on  the  South  side  of  the  Blvd. 

Is  there  a  problem? 

Dwayne 

Sent  from  my  iPhone 
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